Mini Headphones 




The PX 100 and PX 200 fold-up 
headphones ensure maximum 
music pleasure wherever you go. 
Simply fold and flip them into 
their protective case and they are 
ready to accompany you on travel 
and outdoor activities. Perfect for 
sports activities. 




Dynamic mini headphones deliver true home audio sound 
quality with all mobile audio sources and portable game 
systems 

Exclusive Duofol diaphragms for warm, transparent audio 
reproduction 

Rugged, collapsible headphones lock in both open and 
folded position 

New super-lightweight design with ergonomic headpads 
for perfect fit 

Includes protective carrying case 

2-year warranty and replaceable parts for long service life 



III] 



Warm, natural sound for all types of music 

High-energy driver system delivers maximum performance 

with any portable audio device 

Exclusive TWIN attenuation system for balanced bass 

reproduction 
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Closed design reduces background noise 

Detailed sound reproduction with maximum bass response 
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Mini Headphones 










Model 


PX100 


PX200 


EAN No. 


40 12418 05206 5 


40 12418 05207 2 


UPC No. 


615104 05206 2 


615104 05207 9 


Cat. No. 


05206 


05207 


Price 






Design 


collapsible mini headphones, black and silver 


collapsible mini headphones, black and silver 


Frequency response 


15 - 27,000 Hz 


10-21,000 Hz 


Transducer principle 


dynamic, open 


dynamic, closed 


Impedance 


32 ft 


32 a 


SPL(1 kHz,lV rms ) 


114 dB 


115 dB 


THD 


< 0.1 % 


< 0.1 % 


Ear coupling 


supraural 


supraural 


Weight 


approx. 60 g 


approx. 60 g 


Connector 


3.5 mm stereo jack 


3.5 mm stereo jack 


Cable 


1.4 m OFC copper cable 


1.4 m OFC copper cable 


Packaging 






Design 


resealable blister packaging with eyelet; 
silver & orange print 


resealable blister packaging with eyelet; 
silver & green print 


Packaging dimensions (H x B xT) 


155 x 275 x 50 mm 


155 x 275 x 50 mm 


Carton dimensions (HxBxT) 


230 x330 x 305 mm 


230 x330 x305 mm 


Units per carton 


10 


10 


Languages 


German, English, French, 
Italian, Spanish, Dutch 


German, English, French, 
Italian, Spanish, Dutch 
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Sennheiser is a trademark of Sennheiser electronic GmbH & Co. KG Duofol is a trade of Sennheiser electronic Corporation USA 
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